From: 

Medina, Nicole (DPH) 

Sent: 

Tuesday, December 06, 2011 7:11 PM 

To: 

Gates, Michelle 

Cc: 

Corbett, Kate (DPH) 

Subject: 

FW: Request Update on Nursing Mothers' Room 


Hi Michelle, 

I wanted to also mention that we were told initially that the dead bolt was a must b/c "anyone" could get the key so 
now they are saying that the b/r isn't in use anymore but if anyone can get the key then there is potentioal that anyone 
can use the b/r too. I guess they want it both ways. 

Nicole 


From: Connolly, Grace (DPH) 

Sent: Tuesday, December 06, 2011 1:05 PM 
To: Clemmer, Jill (DPH); Dunn, Ceci (DPH) 

Cc: Medina, Nicole (DPH); Corbett, Kate (DPH); Gates, Michelle 
Subject: RE: Request Update on Nursing Mothers' Room 

Hi Jill, 

The designated space is not a bathroom but is adjacent to a bathroom which is no longer in use with a lockable door 
between the two different rooms. It meets the requirements as enunciated in the letter: Thank you. 

Grace 


From: Clemmer, Jill (DPH) 

Sent: Wednesday, November 23, 2011 10:06 AM 
To: Dunn, Ceci (DPH); Connolly, Grace (DPH) 

Cc: Medina, Nicole (DPH); Corbett, Kate (DPH); Gates, Michelle 
Subject: Request Update on Nursing Mothers' Room 

Hi Ceci & Grace - 

Fve attached a recent memo from HRD regarding the requirements of a Nursing Mothers' Room for State Agencies. The 
Nursing Mothers' room here at the State Laboratory is a bathroom, which contradicts the law (as presented in the 
memo). I trust that consideration of more appropriate locations is underway. Please provide an update in relation to 
this. 

Thank you, 

Jill 

Jill Clemmer 

Laboratory Supervisor/MOSES BOD 

Massachusetts Department of Public Health William A. Hinton State Laboratory Institute 
305 South St., room 309 
Jamaica Plain, MA 02130 
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617-983-6657 
617-983-6662 FAX 
website: www.mass.gov/dph 
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